AMENDMENT NO. 1 DECEMBER 2014 
TO 
IS 16103 (PART 1) : 2012 LED MODULES FOR GENERAL 
LIGHTING 


PART 1 SAFETY REQUIREMENTS 


(Page 1, clause 2) — Substitute ‘IS 10322 (Part 1) : 2014’ for 
‘IS 10322 (Part 1) : 2012’. 
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